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Suggestions for Use of Index 


Articles in this index are arranged alphabetically 
according to subjects. This is not an index of titles. 
Each article is indexed under the general subject which 
the article treats. For example, if the article deals with 
steam station cost it will be indexed under cost, if it 
treats industrial wiring it will be indexed under wiring, 
etc. A minimum of cross-referencing has been used to 
reduce the size of the index and yet make it possible to 
locate articles without extended search. 

The following material has not been indexed: 
Non-technical editorials 
Financial news items 
Manufacturing and market news 
Personal items 
New Equipment 
Book Reviews, rate changes, etc. 


Related articles have been grouped under such head- 
ings as: 


APPLIANCES All articles dealing with ranges, water 
heaters, ironers, etc., are indexed under appliances rather 
than under the type of appliance discussed. 


ASSOCIATIONS, SOCIETIES and GOVERNMENT AGENCIES 


Major news items and articles relating to this group 
are indexed under the individual organization name. 

Court Decisions AND Suits Major items are indexed 
under Public Utilities alphabetically according to com- 
pany names involved. 

Pustic Utiiities Articles dealing with individual 
power companies and with their related activities are 
indexed alphabetically by company names under this 
head. 

RuraL EvectriricaTion All articles dealing with 
various phases of supplying service to rural areas are 
indexed under this subject head. 

Statistics All articles dealing with any type of sta- 
tistics are indexed under statistics regardless of the gen- 
eral subject class that the article falls under. 

STEAM STATIONS AND DevELOPMENTS—HypRO-PLANTS 
AND DEVELOPMENTs Articles about generating stations 
are listed under one or the other of these heads accord- 
ing to the type of station. 


Following the main index is an index of authors of 
signed articles. In this index the exact title of the article 
is listed. 
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MM ska oe ink ddr dare a Pe cami naan *481 

Insulators: 

Instructions for insulator selection... 908 
Interchange: 
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Kansas City Electric & Radio Association 
—Conduct sales school (N)........ 236 
Labor: L 
c.I.O. plans organization of utility 
ES EE. ar rere 
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Westinghouse makes change in wage 
Rs rere Tere eee 900 
Law and Legislation: 
Roosevelt proposes changes in Su- 
promne Court (IN)... cccccecccccece 554 
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keeping. E. G. McKinney.......... *882 
Kit for meter field ne J. S. Want- 
EE > nd ns iba bebs enw ee sada enc rken » *2042 
Machine for cleaning meter jewels. .1088 
Megger-checking device.........++++- °434 
Mercury vapor lamp and * prism for 
jewel inspection. P. C. Pogue....*1582 
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